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HARYANA GOVT GAZ ., OCT. 30 , 1973 (KRTK . 8 , 1895 SAKA ) 


[ PART I 


CHIEF ENGINEER , HARYANA, 


P.W.D., PUBLIC HEALTH BRANCH , 

CHANDIGARH 


The 23rd October, 1973 
No. 5-71 / 16856 -PH /EII .-- Persuant to this office order NO . 2-64 / 14989 - PH /EII, dated 11th 
Septembar, 1973, Shri Bhagwan Singh , Sub -Divisional Engincer, formed and assumed the charge of Public 
Health Sub - Division No. 2 , Mohindergarh , with effect from 20th September , 1973 forenoon . 

J. L. SETHI, 


Chief Engineer , Haryana, 
PW.D., Public Health Branch , 

Chandigarh . 
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